Trump Abruptly Ends 60 Minutes Interview w/Lesley Stahl 
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It's not clear why Trump just walked out of an interview, although some have suggested it was because 
people weren't wearing masks. This is of course rich coming from a man who downplayed such 
recommendations when they were offered by experts. 
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